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THE GAZETTE OF INDIA : EXTRAORDINARY 


[Ear 1 11—Etc. 3(i)] 


ifT ‘'*TFr lo-w Bfrr lO ?)■ 

|it" TTrit'' I 

4 . Ptw 7 G ^ T'T-'TtT: W ^ ^ ^ Wi^.i'^tr 

*rnr it lo it Erf^Tt^'Pt 

at^lf % FTHT T? "fTR 1 o-lff aftT ^TiTJ’^1' 1 0 ^ Tt 

sra^iEra <PT?r af'r '’fi't'i i 

5 »rin 1 (HP % 'Tirm; r^f^-rrsTfei 'ptp sR.-^rifw ferr 

orrq’iT, wtq;:— 

“trrp 1 <HJ 

^gf 3ftT JT ^TTTt 4. KTY W7;<ir 

SRTPlfWT afYc fsfjTir % ?)-^7(r| 

122^— frPT ^ % firr^ JT"^^ or 

% ^ ftT(^ '«?pi ^'P ^ ^ *rT'. 

TT nvT : 

( 1) T=fT ^ ErPHTt'P ^ rTt)[ Pp(fl’ '^i % ’Et'?T 4 

^ fiT(^ % Efo frr^^ nm s ^ w^r^r 

^Ttfireft urt WT 27 Jf it text 

! 5 rr(T'rr 'xr'T eoo tf. ?rprffc 3 q?!^ sfrc 

'Tj[% f^ftaTP ^ f'=nT 200 p. m PiTfsrfia % 

% »nxr% # 200 p. 'P'-xT pnfi ^.Tti 

'TT^ oIt ^rrtFJ'P *PxxrF?r 'Pi 'Rifia ^ 3 xi^ :t^1wi 

^ f^Ttr xrrtTfT t(Tr ^ afiT !T^ ^r ?Ttrrfca ^ o jt''»t ^ ^frat 

insir ^ at ^rr^riia % aai'arwr % Fitt i^rt 200 a. 
^Yft sr>. ^ a T-xr «T fTttwa i^i-ir % srFnfi^fa irfa it a af 

ftcffr anr % ftra 200 a. 'Pf t? qa nfsftw '#a 

»(Vc ^ Ijt-it: 

T<»5 a«f sih: fa qaa % % aaraa % fRo w 28 % 

aaa sr^srPa 'S' aaiPa ^ ^ aafTaa ( 1 ) a ktsr xf^j- 

jrEa ^ % fira aw 28 siT^aa atT 'r? aa aa taa 
af ^,ar t^ar aa aa 'a.^'-xa tp- furr 5,;^ ;,y$r 

w W qti- >1!^$ agwf at a eft aiq 1 

(2) aft ipi?rrca ftafta uiifit rat ar$ Fwara 

qj^ ^ ar ay at si;at g- at ftw % jrrfr 'Sr aj 

afr -ja^ JTft sro^i ttiTt ^ ftro: joo a. 'p'a %Sr 

^tti 

(3) xiraaa t wEiftaa yFr^ % ftftaW ^ f.fn 

ppat wayEatiKl' arFr fta apt ait Pi'ra^ % a a 
wftaa Sr aa ^ ftra is a. 'Sra Piarar ^tAi 

i22®;~qaa aa % aa'aa ar tjof aaa ttw sfkaaa 
raa anaff gr aowR'a % faa wawPa an stw ah i^rft aenaPa 
ar aa;qr^ % feiTr VI^I 

fWi' ^ ^ ar aarpra ar a aa aw ah a aa xv:, 
^I'Sf gi aaxwa g; Faa aaafa aw 2 a^r Sr a S' ai tt a.ii 1 
aw 28 -a Sr aarPa ftrr iff g-^ aarwar t artar 
^ faRtaPw ^la" fti war ff-it:— 

(i) Faaf aqr fii aa'aa ar a^ a'aa Taa ^ih araa 
■aR ajqff all aaaanir f*fral' aira pqr-a-'St qraa Tt- 


fa ftraif, qia twr a'i’ ^aftia yta ^ft ijaarfha 
whrfr at afh at ’'a.S. ai.aa. ftat aira wit 
"I'ar faPaai afaarrr ^t afre at fai'Pn tar % 
ahja aa a an't wt ^1 o 'aa Tri' 
saTTa hi' ^ aha aatff iih Bafta'-Tx Ta^anr 
^ aaia ha ari-rra-1 at aaq a: aat, ataTft?Tra, 
aaa ^ aar afr asPi aa lata TTiaa it aafn- 
fahfai fa^rryf 'St atihi ?ira aih sracia rfra 1 

(ii) 'artaar aaa taga ip axhaw aSt'Wfit tPparaf 
ar wt t ftrrft gr ftir aahv htr, 'aft ath 

# "aaaar fFhri wta? (tiharat fro'ptfara Fxra, 
laaft. afh waw: aa sahr 'V t wra 12^ 

nh' i2'a t Pjar aar |i 

(iii) maw 'h” wra i2-'g' ijfft/aafT i2-a t 

ftftftfr aaht aanTtatt atarlt^ at 'aaFTi ahr 
«h T^an 

(iv) Pf^w '(rjt araa aaa ah araa w awt tr 
amwa % fra aata raaaar atari 

(v) wraw a^sth mraaTt', at, aft aat aat att 
at^r 'St ai'o, a^if araa aa-r ar ^ aaq Traraf 
at, fftaai m iSi' aaiaai g, PaTrar tr ara^ 
mrara rSt aht'a' Pr^a av:t a Pn^ af ja atat tfh 
^ ntfi'i w aaia srrjfi ala^ ^ mffR ar 
g?na % ftiwf rn: rjfift iSt atqSr 1 

122-qt;—'St qTr-rrafj: wr 2 8 -a a aa frartPa 
ar ma 2&-® Sr aarra mjtrfts aa ua fa ■??r ata ft=fft5’ 
ar -rf a at ftar ap -ft, ar at tr ji ftifft aa frfaaRrr 
jftSt fwSr ftri aar $ ar -aaar aSrata faar aar 1 1 

j22-H~-a^»rFat ^ Sr ^ faftwa: wr 2s-a it aa- 
»rfft ^ St ^ a^aPT^arfiiaftr ■aa afar aa hjfta lahfj aiaa 
Pataa aaaa ah tiw ahr'a fraaa aasar ft ahfsr faftswf 
jrftr rt^aa w & .faftwa Wit’tr ajt xf^ aa at aai^a at 
pyS aiaa aaa atr: araa xii arftf ft aafrrca, tat ar ftaft 

arr awia ^t atx a faf/wn x^^ Star ft aaraa at ^'j^t' 
aiaa 'raa ar araa wa aaftf ft aaarca ft Ptt aota ffto 

ft f^ra atOTfaa afear at< ■^ret^x w fafi'fiTa wt ah 
taiftffta hrr yrt aift fTtw ataarfr^'a ah a?a naaft'Si' 
araarti'q^ ftr aftrar agarat 'Sr 'Jti'a' qha 1 

13 2-Fa—Prft^rrt sirr haft: fftr^ra fftfr^ra ftr 
a'qtiraa haft a^ht arfijaafr it ft-ftar/afta 1 

! 22-T; arjjrhr JrrfinTh skt aaaS art arft afftat; 

(1) ah a-prPa ai'frarrSr art, ah srra ft aaata, 
ah 'Sri', ftr a;j araa-TT aap, ay aaraia |t aiyr 
g fft wfufftaa ft arfta faaaf rSt atmat 'Sr jar 
vx haa aqr g ah a-jahr ftr wt ah afahaa ft 
arSta aara at^ ha'at aa arata fftaa arnr^r at 
!ra:q 2 8-a it ar^ppa a tari 

(ii) a^ar ah aTraariar aa aaraia a(r ytara ^ at 
ay araw ftr ara^ ira aar ah aarfr ara^h ft 
anafr ftt ah aa aat ftr hraar arjjrfh fot artt 
^ 3 pr war araiRar g, aiftw 'St araarfr tar 
ah fathaa h^ft ftr ah ataw iSt ^1 
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[«rr»r 11—lyira 3 (i)] 

122-5 % TTi^ ?fiT trrlTT: irr^ ^T'TSrf*^ % ftrir 

^ ^ ^ <3 WT ^ Wirfij % »f['^ 

niftRiTfl Tt If? ^ ^'YT ^ f¥ wrOTPriT ’}^! 
sn: ^ ?n<r-Ff<T so Pt^iot i^r^T 

% ^TTT <i 7 Tr ter i iff ■rr^fifrr srTranft *fk Pcfr^^r ^ 
'TifTTiT WTTT ng ^rrntTT'f -ri^ Ti: Ps te te jjtS jti 

>fn; 5 r inf t, irrr 2 8 -iT ^ rrtein 

12 2-^; n’^WTW. ir^i-i";ir % t'", 

w^prfte rnrOTrd tetisrw 'rn;tn H%irT ifft irfi -jirirr ^75 n-a£rr;T 
?rF 'ifrar ^ ftr ^r^fte wrfi wFirfte^ 'irEr'te irt^ 
fiwjff w 'Trrn fifHrr ^^rr 1:^ I ?fh: f-fin ^rrrrr rfr jift 
2G-® ir infr^Rq sprpjm i ten 

1225 : qwprr jru >Fr wrr ^r Pnt 

ftrFr *T:j 5 rfte ^r^i te ir^ ^ irr ■riijfflte m irte 111:11 

infr f5.iir iitiT ^ I 

sw 2 8-11 in 2K-® ip 5 r^«Tp?i' te nT TTi' irfririiJr 
IT Ft ifteHTf trjffPn mfirmf ?nT 'ttFct ’rrr'i'w ir ®TrF«Tn 
Birfte 'i'TtT wr%iir strtr ifr mfii? Fr 30 iter ^ «fTai: irsir 

wisi.T’: ^ 'tf^i’Tr vx terir 'Rte iriq irtnr irrter Sr ^ifT 

Gf}^ % tTsin^ 5 fT 51 ^ wruwr: rrir# wTc trm ^Ffs ter ^ irriTri 

iT fwT ITHW IT!! Sr ITT te te T-TiTn^ ^q- teteff it ^ 

?nter 'TrfTft ter irteift tet ^F^ ti'iir' l 

12211. ffl?fr ’fl'^JiFtearter aniT w^pis-r te FFtt ^njjrFFr 
jrrFfTTrRT tet Fw te^rrr sro srrier ter srrt jrrteT wFiFittit 
irrimter : 

trr^iTifr wwfte fter^rr^ te F^ nT teT^ rtTi sirFm f^rFtiT'T 
mw te ^I'nitftet te ir^ ^ iritt ittFt tr!: ’Tt^F'.t FriT'srr^ Fr 
5ri w:j!rfte te nijvr ttet Titer 'sttRi' te teteT, ^Ster telfterFri 
gr, siTSt^-T ttFcTtii'^ ter sr-^rPr te ftei ti te 
tr^fi-rf irF^-TPre 'Tftiri; % iiriFTfr Ti ^rFirter'i, fterr^TTiter 

itr ^ sTitrit, w te irr-i' ITT Fwr sri'i irrr'rrr Ftti teFTiT^, 

5ft inter x ^7 TT^-mfr 5 TTT. TT ^ffte witnr ften ?t 
HT iTF'fnniTr ncte te 'riTir;', teter ter ftteFr st, Fte 
Tinr H7JR ter w[ 5 nr te rr'nTrr te nteTJiT te F^tj >cr>r=iTft tet, 
Tnn^teT TnsT terr 1 

1225- Jpjjrfte rt i.^ri.ir teh Fiteo': 

()) =n^P-i mFErnter 'S'jjrriErr^fT ter m:iT T.nte rr 
ter te Tnw fte ifiiT t ^'TT rr^rr 'nFr-i Frirr ^rrir, 
TRiT te iT wrte FsrfiiT vr^?! 3 ti;t ?rr niir te ^nfiT Tii^r 

tel iite niiJifter ter ^steter wtFt te FniT in ftetefTT mten'r 

ter T^ nn^ tek rf irr un nter 'rntef ter Tnrn ti 

te 5 ® ter snT=f rtir FTnir tejfiw ^ Tf’ix Ty ter 

teter FinFn n rn n-nter Tin rir Fs 'njTrm-irrTr wfjrfn 

ter Intel te te FtoT wte nr mrtifniTn nr 'JTte uten nnrrT 

ijcr fipTtet te F-nter I'TT'ff ipf ni'niT te umiT t^t 11 

(2) ntef 'ter ^nr ni^irfiTJitr Fnfter irnsFi.T fnteFrn 
nr T,i( 1111: FT irF J ^niFrin (1) te ?r=frr 'niirr ter niters Fr 
yiTitf te tern te-r srr^w te Ftt? ^7.11: mr ‘ 4 Tten ttt 
ntenr nk TrsniRTiiT otth FnfteTTn mkifi 1 

i 22 «T. wijfl'ltei ter Trte'.srft'T 'js-n te wjrrFij te^i^r ir, 
mn 12 -OT tek mir-u-ir, tter -ter Fprite ?r, n ter nS Friin 
rinl 'TTrte te tetefan ^ Fsintrr aun '.T 3 [jit!:i ter IT^ 

teTr FnfnFTFfltr nrnrn tt' 't nr'rr ’rrr. 


(1) ('ff) 'siflprffitTrFr Tter Ffn te nirFTn tenrair nr rtn^te 
iTRT T 71 ni TW TJtet te nterTTir % ftenr 'nrf'n TrNrfr- 

^ 7 , 1^5 Trk nkirc ter tek sT'jrsTir 'fFti 1 

(in) nn^rffiter rtente 122 ste ftterfterr Tinfark^nr, 
nkirr, tek-j'TTteT tiJoT 1 ■rriinlSnaTTr TTirter t, httt 12-w 
tek <rrir 12 -ir te FTftek'm: winTimr wfte^ tek tFwt 
Ti^nr I 

(ir) TT^pifinrrrFr ^mtet nterirwuTr te tefte temr ttit 

nn ntersTor sn?irr tek Tfrwter tet Tran t mn 

12-11 tek 12 17 it fteiteki!r TTFakin *fk TFnrjT 1 

ffF<r?rar teTr; tPurnr fteFnTPir nte rnttes' FT snif ter wnFa te 
fkr; Tit T.^if I 

(2) sT'ptSfjTTfr nrFffFTiTn te nratte Fr^n fpter ter 

fVFi^TTr ter "p Tj;Tin nr n^Tirr te ftenr fteter tet tete nkaT 

te, TTgt TW ten % fteTruTiT irr TiJ ^ nr tente 

iTRT Tnn nr t^t a^tef te rTtePPun w ^nn ftenr TiTfi 
ntew ipTte teTT nrii'TT nirr larr teTr fTprirfir ter riftern tek 
TOite te nrnteTniTiT tek nterTrir te fFrr fteniites nratef nn 

FnFriiTir nrrte ter TTTTRt kiT 1 

(3) n^Prrafter TTFaFinfi % wtetT PriiTrr Fniter tet 
FktW"P tet Frirtet te wtern tiJ 11:7 nter TFnTirte tek 
wFirteiat nn f-TTisTir terte tek FTFifr^r isTrr? te nijte tete ter 
u 517713 teirr tek ftefrw ter t? (teteftekTa "HTte teJitekriT 

te FrTH Ff irrFtfFTiTte tek Tffte Ttem ttti; int ftentet te 
w 'rntte Fniir tti ^ ter 3 |f teter urrTiprTt tin ter 
ante sm ntfsm ?> 1 

(4) n^Pnsrrfr TnjrrPn niFainter tet fteter w teir te 
teTran nr hkt tift nr tts lErntet te armrr'T te fnq 
Titer fterTinr nrtenrft^ te Prrter tet nfiiTten tek an stternn te 
ftecT sfipn nftnT nr snte Ft Print tet ^te mFTniR nknten 
ter tet WJffPrt ftej mte te tete n^dkr snFnnrter ter tek te 
F-p^ntr teFitr Prtrfl'n ter mfru te nrn Fnnr imr |, nnn-nnn 
nr frteri tnr 1 

(5) w^rrPkiaiter n^tera ftei? ante qn n^Tifsrt mftrmtet, 
Prnnn nftemter nr tete nTFarTuter ter, nnr n-prPn nrFanntr 
nr PrteTTir nPrurtt fntn t, sAnFa te Pnifr ter ten te, tenr 
sniTF'-n srrFaTrrfr nr Prnnn srrFnTnfr nnn-tenn tt fteFnRc55 
qrf i>nr mar te note nrijn qrFirr ter nfrenr te fnrr 
mFsmRr titt 'mfi’T nate aiif tek hFt tnr nteFein ter, tet 
ate 070317 te ritete sfijtmn ter ate^n nkm, ^nr 
jrnt'T ftenr nnr 11 

(g) nfn n-jffPte ntFErffrite nr PTteate terFteTTrrte ^nr 
fata tnr te ter mprPjarFr Ppter ter H afteatn 
n-kirr tek nterate Fnnte te ftete ten nrkn kwter TrutetePm 
ntiTTter amiiTr te wtem ntj^t nr attetTiTte Fate tete te 
tek n^ ^ar na an a,ft aTnr an an Fa ni^tePn mFirarFr 
nr Prnan nrftrarfr am nr aro^t teTT Fr te ftean 

ter mFnsra arte tott nmara ate arfT a aT Fnnr nnr 1 

(7) n'Wfktrrtr mFirartt nr Frnsm mfteaifr 

te n? maarte urm ^tete nr Fa 07117 te FarfT ift tn te fteteT 
mn te art te n^a nTFanr^T nr fateffn mPaar-fT im 
Priatf or ojnr te fte n? urffa, arrFrft nr ^ar, teT vr 
ftentet te Fnfafe: ^ te nijm a^t te *fk ^ 

n^n mm 5>te or FaaTrte mn te te Faam tear *fk Tjt 
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THE GAZETTE OF INDIA : EXTRAORDINARY 


[Part H—Sec. 3(0] 


«¥ CT Rw (ft TO 4 ^ ^ 

•Pt TITO TOT tTOT I 

{8) w^irPu »rrfw ftiPTfro ftrrft »fr »jWH pit to to 
iT^t irr TOtOT TO TOf ftf TO^r frPnrfr ^ totr[ fTtro to^ 

>inff pn srfircPTir prrit % ftni wttito 'rpfp'JnPPit t TOift 

if 5f I 

(9) v-iEPsarft prRrPTTO to^i *NtT TTOt to 

ftrof % TOTOif wh pftr *r^wnff, irfir pftf ^r, ait 
pjfijfirTO PTSTOT 4 ^ WiftT TTT 4 TTO TH fffrff fTTiT *1 
PrPtfrz tff, pit TO PI^PT TTO aritt fTOTf ir ^ift tft^ 
Vt«H( PI^ftltT ^ TOt T TTJTTO 4 ITTTTO ^ 4 TOT TOTOI 
JT^TT fWtl 

(10) g ^ w fig i r r O TTO 35^ TOT fr^tiro t:#tt 

mfr firfrwp: TO^t ftro: rftr <to to ^'tlr pit Prf»rftrftTt 

pTp Trti i" 

6. TOT PW*n ^ W^jPT^t P! ih— 

(pi) 5ITO 25-T ^ 'ITOI^ TOFT tflTTOlfiRI 

ftlTT 'PTTOTi Pfrtlt I 

"UTO 26-a” 

(Pm 122T 4f<TO) 

tPT 4*i> ^ pNito tt Tf'j"? ttito tot *ik tott tot 

% EpfroTOT % fro *^1*1*^ ^ 'T^tPtTOT PiT TTOTOPT I 

1. toiPto frrr tott I fif w^trPr pfwrr. 

Pit.TT^.^. .ftro pftro 

JfTOT4pt/*frc TOTO TPT/TOTT TOT TSPif 4? SWWTOr % 

fro <t 4t TOPIT.%. .TO % 

ftn Titpiror TOiT I I 

2. TO4t4t p4TTf<Tt% TOT 1.. 

2. .. 

3.. 

TlfW' • ■ .. 1WI«< . 

TOTOT. 

(ir) TOP 27 % PK-PK Wr^PT^ pfrt 4 T<tT ^TT I it 
10 4 PrWite pit Tmt^T pit^ jh" 
ptpif 4r PTOT TO "tot 10 w Tth: TTt^^ 10 »r 
ftfTftw pit PmrpRT pn;^ TOP pfhc TO 
#171(4; 

(p) TOP 27pr 4t PIT-PIP mitPTir pW ir Tftp 4 tt ip 

"tr»jq;4t 10 if fSTPriPOd Vr WPpIpT TIRt jn" TOPf 

ittp TOt ^twip TO "tot 10 pt To: w^q^^t loir 
ftiPifroc pit TOpfira pirit 51 ^ ’’ TOP pflx TO TPt 

<irii(4 I 

(p) TOP 27V^PPPiq PTTTftrftTT 57^P TO:Wlf*IT frpT 
PIl^PI, TOtftj :— 

"PW 27-^" 

(Pm i22-p4ftr'T) 

TOT 411 ^ TOiTO pi Tt^l] pm TOT TiVt Pm TOT 

pn?f ^T fT( PJtPT iit PI TP'^ plttTlCP ^1 Pt<T Pr4PT: 


1, 4/IpT.TOT TO ^T TOitt pftr 

#14 pm TOT litp Ttq# Pm tot proff 4r p ^to tot % Pr( 
pqpfiT W/tTO tTOtp 4r fprt piTOt 4Tf [f/irt ? 1 

PTTOror ^ Prit pmrPrr pm tot pTOi pip ffPrfpsT 
fwi Pi4 prifipt’ I 

a. Whp prTOiftq^ 4i PIP, p^rnTf #tt pqpp i 
(pi) fpPrWT pfTOr^ pp PIP 

(p) TfpT^tfT P# PIT PIP \ 

(p) TOT TO TP I -f t ^ pp PIP 

3. pFcpt To: ptpt firftir>i 4i f?rt tpr H . 

Trttv Pft iJpiT I 

4. .P. pit pftp #tT.p. 

#t firttsTP 9?tP.^ pW 4; prftp PTOOT 4t 

PIP ppi PIT ’ft Pi 11 

* •. ♦ 

TPftW. pp PTP . 

(r) TOP 28 -w 4i ppptq fpTpfpfirT top pT.TPrftr 
f%Pi Pii(PT, PP^I^:— 

"top 28-P’' 

(Pm i22-w4ftn() 

TOT TO ^#plpp/#lt #l4 PITO TOT/Pm TOT PEpif 
% P#fprTOr, fppp Pf fpTTOt % fpp PUPPr I 


PJpfiT pit TrtPf.Pift PiT4 pit Tpft#. 

I.pit.fWT PftPT 4 


TOT TO ^ #pfPT/#i4 pm TOT Pt pm tot ptpp 4r 
PPTOTOT pit PqppT ft pirft 51 

P^T fipTIPPIP pit a^tT 

2. P^PtfPT fpitpp PlfpiPofT. 

3. pqpPp 4l4 pm TOT PI PI# TOT TOPfi 4r, filTTir 
fpPfpW TO p^wPt 4i Prftp fpipi ppf ^r, fpTTOT tptPtpt 
pVt Rittoi pi Rnp % f#( pTirorTOr pt, fim 4ifpij ft 
nf pqpPr pit prT[, fi?iT 4i pftr jif, aifiroirc Wt ^ i 

4 . p^pOt .it.Tpi 

pqp T^ft I 

5 . PJpRT ft4ft Pfwnlrft^PTO ^TftPTlV PTOtftP 
4 Pt pftpftr #k TOiTT Tipft pfbRm, 1940 prfrr 

TTTPP pqtT fimt if fpftrfp^T pit put I 

t. 

prft prt 4 #r Trtw. TO TIP. 

w^rPT pit 

1. M^pfvT Pitt pftP'TOI PT pitf PPIPTO, ^ aqpi ^t, 
PTjjittPT pfrot Pt tott pitot Pitt p# PiWftr pftt ptist 
pipft Ptftifm 4i pnitp Pr^PT fppft frftpipi sitr PTt4 pi 4 
Pt TO fiPTI PlTOtT I 

2 . Mto pi TOifty r *t ftrft pit p1to4t pit q^pr pi^jiRt 
PTfETPrA ^ qror ft pntiit 1 
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»rrtH VT Trirw: (twhto 


(*rwn—3(i)] 

3 wrft- jnfww^ tV w^»fP?r <rtft»r ^ 

tjft TPif 'iw if fr# qfft#T sft fMwr ^ if jf'rr i 
ipf ^ JIM if ^r'f( "iftfifjT PfiJn ^Rir ft ffr ^i^w^irffw 

vr? *r J15 ^nmr ^fJtJrr Pf m frrdw ?r Pm nr^ftw 

tifw^T (ffsr ft, *rf^ ff wf^ 3 »rm iff wwfk m MWinr 
^iff JiPr iftjtfM JIM Tr*ff 'i?>f ^TUT if w^«Pw irfarrif 
ifM 'ff^ *(■ ^ iptbP^ JT HM 1^ ^ Iff ftf I” 

7 . 3'W fWT ^ ^ ’’tit 1 2-~V ^ TMT Ti: 

rw<lfn ^ <TTII Mfft, :— 

“tmr 12-w" 

xm % firi^ ir^ftrr wrir, Mm aVt: mw ; 

IT. TTT % Pm mh HfMI 
M if M fIT shr 100 Tif »fVs< iffirr ftnfif 
jTfrnr iftr ifriM iff wiwr ftnff JffJir ^fif 

xftx f- T Hfi r pM Tfm ^fif, :— 

(1) t^Tjlfirfir tffr WMffii qTffw tw 

( 2 ) m Tfinpr vw (II? ^firr) 

( 3 ) srffwnrr iw (if? srrar^ijftrT ftfiir ) 

(4) finmir ifk kitm iw 

( 5 ) M-TW TW 

(e) ftrrx lik ufii^nr iw 

( 7 ) ^.rff.*nT.q«T. ifk wiftPf'fift rfftMTifsTi 

fMm : TW O: iff MfirnWr fTT MlffiT VT^T M if TM 
f#PT»r ’fftK iffM 'rffwiff % fM PFirr sriMi 1 

W. MWT 

(1) w wr?«T w ^ M 

1. 5 T?Tf Tf#rff ftm lift ^if; ^ mjm iftr 

M if iiftTn: ^tff ^1% ifffMur itimt iffM^M^iir 
I 

2 . firm uTTr iftM 

3. TwriT iirff «fh ^wti 

4 ^ TUTTlff % 

5 . Jfiffnn iff 4° it 6 “ ^ MnrriT mtit 

ftjFii Ti^ m »rrff wk Mfif ?fiRr ftWf 1 

(2) ftfiff i yif fM HWM 

(i) rm (PrPtft'sm^ 1.052) 

(ii) RrMm jjPripr 1 

(iii) ifftrur itTmi ( 1.3 if 1.4 iw/es PT^tfiffM it 
nFiji: fifts 

(iv) ftfwi irffiTr Pm tt? v 

(v) fiTftr 17 !f i iffiM>rr T iffzrc 

( 3 ) ?rn7r7 xfk Mff WMIT7 
(i) ^ir MTT m ^rff 

(H) m ifiiff iff irftfiMir TTFit fti fM Mm 

TTTtff 

(iii) tr^f (ftraif iftifif iNf Mf ?t) 


mt *TmT7 ; 

( 4 ) (it) iim iffuT t^Tifeir ftir i(,rt»T'ff ^ fiMur^mr 
(mi irjfir ) 

(^) TM inT?7 ilM' 

54ofiT^«ffM-SOoftRffr ffin: OT iff MtliM WMT ireff I 

fMpfiT fiDrrwf if i>ff irwt ir wnrfPM ififtfW 0 if 

500 firfr ?ffM m: so finff ^ffM %?fTrM TtMifMiT:^ 

I 

(n) mklrff ; 

mMTiff iffer fifliffiTer, TfMfM ^ w ?f'Tr !ik Miff-mr 
M MIT iff ftfiff Pr H'jof 7r71 M7 ifk Tiff TW 
Miff iff MraTTM wk MmMfkrr iff ^PiftMi 
17 I 

(i) Pit? iMTfsr 7 >r (tff.'ff.ir. )- 3 oo furff 

jfkr m Pm 'ff'ff^ iiiTTriff nr 42 fimf 

5ffrc 7r 450 PJTiff ?ffM TM% Ptt^ iff iff tff lf7 
nr 03 Pinff ^flM I 

(ii) MT fiit? iwTfJT TfiT (tyiff rff nkp-f) 300 P»Tiff 
^fkr TUT % firr 45 fWf iffM wififfS* 7r 450 
Piiff ?ffM Tier Pm 67 .5 Puff tffM 1 

Ptmi : ir^iiPirmff it? ^PiPtm ikirr ftr ukrTfiff Tfst 
iff if(T^/ftn HTf iff/^ M "ff if wPEnTPirT imiif ftr 
ft'f I 

Iff( 5 ) TM Hn 

»im iffiiT PnfnfM tm ww war ^f sriffir if wn? 
Mfif I 

lff(6) TMTSH ftr 

fnwT iT% PiwnPrw mm iffiiT iJj ftf srtfn ifirnj 
itnftf I 

^f(7) WPTTtf Mm 

1 . Bkr wmffM Rt#»t, fMftr imn (S^ ifk ?tt ^^jitir) 

2 . i^nk irr wrwM ^wrpr 

3 . fiwnfiw fwftn tik ^ 

4 . PiTMPrfi nrf.^t. wTWiit M 

а. I^f^p^1^f"■, wrTi^f^pT^, ifkrt7ifiT7, JfnrrfM, 

M tujpWlM ^ I 

б. tfftlTiT 3ftT ^iffpTiTr tf^4ftir 
^(s) wpinriigiT 

]. ^ nuT, trifPrT rm M'nit, ^3 irftM, pfst 

ffiri ^rT, Tier ^t, TfMiv 

2 . wf ^r Trfnk Pmm wit (aw. wf. x 5 wif.) ?!_ 

WEM tmnT ir ift % 7>«T 317?, 1 .23 ?.iff. JTIT^?, fti^W 
ll^Hi 

3. PiFB PfJiT, firiT wriWk, ?ft 7 mfr m tw trr^w afk 

nr ?'^TOTi 

. 4 nrim it ikiffTT IT tffPrj 1 
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( 10 ) spftw.w if urN ^ > 1 ^ HT'E ^ f'T'T TTiTRV 

iT?tr inr w I 


6 

T. TO'TTiflr^r 

»niT amni ^ ftrt <fr REmt 
Iff (sriil^Tt oiPr uit irPi^ jrPiP(.irr wr *r ^ 

^!!T>r % wr Ti ^ I 

•r. irifriw^ 

( 1 ) EiOT 4 fW it b ftwT fi’W t r^r 

atYi Em*f rr^rrr ^ i 

f>TFif%iT siV: 

(2) RipiitwW.—fir^ wftr<F iirp??i ^riri 

ttfiTipw 

( 3 ) TW 44T^ 

( 4 ) ’r.T— 1 ^^ ■^7° ?. % 56° H. % 

Et'T I 

(5) FTrr Jr wi 

(e) ivi^, ri^wfr ' 

( 7 ) fJTPPw % EfT 

(s) tm Jr fSpii "T Jr «r^rffriff t rriiwr % 

(9) wpiT % 'frc’f^ wrftr^ fViT 

(10'' (TiP^t) 

(n) iwirf ^ qr 

(12) WT T '^fl' 

(13) iTf'ft' ST'T'IXSO 'Pr'I’T 

(14) 

(15) 15 

(le) sfflTM Pr^riff titi irr ^rr^rr 

( 17 ) «f^w % ariTiff Ti rr.’P fn?r % f^ otevc arVt rrrtnil 

(18) Tlfi rritrriT 

(19) ITTTI ^r'tW rfiT Tfl'^ % EiTt jffjjf 

^'Tr^tTrt^^pT rrrfJra 1 

(20) ppiir'W 

» ijtEi’wv 

(1) ^lif^Tor ifTW.—rrCT it stIt l^'fft' 

rr^t, rr^fr j’Tirr irisTr Jr jOt srrw fiTfJf»T ^ 
rrf^ iirirr ^ srr ir^ri^f 5I rr't’ 5r=^ sR:^irfTfJi>!r ^7 

(2) ^iTi^,^iirftir<Fik.-^»fr5iTiTf rst ^ afrr rrm 

uriT % !Tr irft i^q: {i ?> ?! rnw^ ij^pt 

fjrfJm ^r^rfiiir. "pr ^1 qrffiTi 

( 3 ) firri%iT Jp Pn^ '■flTtft' nirr Pnfaor % 

ifrjJ’P ^ fiTiT 37f5pf74f!p 

(4) rift ?_»rT rflxn (=^ 

(5) TdilTiI ^r f^tr rTf^riTT 20 irPTirTT Ti’ 3 0 srf^iiriT 

(e) 0 fl iifpiTm ^rfsTT 

(7) irlfurr sfp; ir^fp 

( 8 ) »friT T'fin' utIt; Jr^.-f 

(tr) iTffn ufN ^ T^tOT 3 fH+ifr$ fJrilrrT % 

?^f rfror 


nw ^ sttitt 

yi4>i^q PrprJt PirTT it sfh: ftp i priff ’ifti 

Wot 5ti 

s. Tr^ip 

rrpi j) ^foTp-fftp frppPft p-if^riftirf ^r Pmftrftn 
UP'T arft rjTT?!' rraq^ ^iT it ar ffp ft,)*: tJ:'!!- i 

( 1 ) ftrftcrri Pifirpft Trir rTJT^^"lcr)T ftrff sfR 

ftofta Jtti V pft.p 6 iTTr np ttt Jr ipiIt irt^ 

rrij'P? 5> I 

( 2 ) pftr^fTP'T 

(3 ) TW tP UTifrpI’ ftPT^r q-rTT rTTrc^TiT *r,^Pr7 Vi 
TnETW »rijp iJ ?f sflp w p.ff'PT^T 3ift: rikrr 'rrfwir 
Trlf tpT 'T*r?':p TTi^TT ^ I 

( 4 ) sprr-TJrr'Tr ttjit'p t^t rpR'pil' ?r?priJ "Jir^r 
rpT^PT W55r’t 511 

( 5 ) JirPriirrwr'TftTTi 

V TTPyr TT,PP TSfl irt 'Tft^W 

( 1 ) TTTitftjJr'^f ’p)' IT? fsTP^fV It rt' ft PI !r| gftyftp 
prj pp ’ttjt pfri'P rrrpp TTi Hnsfft i?47r *pi7?r t 
PPt5Tfl»rrftp7riTJr3T)t rrrsTTrftTiTPPf aftr rrift sTfir 
qfrsriff % f?rii wftpftrrt tt?r Jrrirpff ip, ft;| |:fi> 

rrcprp srTf ’T'tp-tt'Tp it pprwi ftp' srrtr, iqrTyt 

( 2 ) r^prr ■rawir. srrw 'rr^sif'^drrft # Tfp tjfJrs- 

P 7 ' ^rft piftTPrirr Jr, ft? JiTrrit gro prr 

5TPt3(p ?; fti^ ftlJTftrj ftTi -(rirr bipr,- ;rrv?i pft>n 

Ift^TPr tr^ rr.i p1 Tdlprst-p % ppi ^ ftcr q-pfiffar 
ftp; opr I? I 

firtquT, 1 giniafr % TPT I' if aftp srrcnjppf ?: 

TfT ?: P'X? w raiP % TiTP P 72 P’? TP TiftlftTP T^ PT?? | 

2. wrJrp ?: fttr srrrrftp p' ft?! »ft rm tt fiTl-PW 

Pit H((i 'prpf ^ ^rr I 

3 T<ra sTiETtift ipr ftrft »ft jh^t ^ srMw & ftir h«t 
|?T r 

!t ttphtp nTtrip 

1 . TPP ftpr^ rirnr Tfr rrrfira' sfk ?TprrTT ^i rrrfoj ifr ip 
ftpifT 'Pi ?r wtfi^' ftfirT =p| I? I 

irftJmf prft Jrw 

(i) wf'ir#'?, Frri !rr»rJr<ir ?, ftJrT'ffT iPr (pjjrftrartt Jr 
w^iJTr 'Pi !srrPf t, ftn-ftftT ftftfft=rt rrftrftT ifPi- ; 

( 1 ) Tw PTTiTTFjrr^T—ft'rrir 'ptr Tpairr, ttet ptpt apr rmcirp, 
PTPT spippr, ftfrJf ^rrapt wr^, gfift- 

iiftprr, TPJT prrrp ftft?rtPT 'rfterr, ftftTrrr ’rrftprft 
?; irrrnsTT.PTTfrTP^ strarr rterr pftr: tjt ftifr 
arr sPm fimif ftnp ptp fw |t, TTpftpp iftir 1 
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(2) TSTT TpirKT:—vIcTJr flfa^r. ?lirp’ ift 

ftrpfi?fiT7: ii JTrar nrvwl/wnjrr ?rijg, ^^^r^ 

^ firtf 3f,5i^frw,fr, Tfi'wr 

qlVrPT, 'JT^rr ifrr^rr’T iVpir^qf ^rf^, 

ft'^f TTiffiT pTjf^^T 

pp^ ^ TT fW tfSTT wrw- 

5 f,-rfr, ^fT irrj'T' str JT'rrpirT : 3 »rTfwiT gK i 

(3) Pr^m fsT^rif w 'twi, PnffR ifr ffrff'?, 

^'t?r(T, JTfj^, it ^ marr, mr- 

wf ^ irr^^fraff Vr ^t, ^fe/?fraiT, rraffrrirff ftil# 
<pr I'fiTr, srrtTPT ^ ftrr ^Tf^rr ?fi 

(4) TiPsfpjt qiir w 

®ift<r, t-T ?tJ54r, TTr^ ^r 'rr^f^ tTfr^nr 

f^fiT Tpr jf I 

(5) JT^TT?! f^<MfRf STpitTiHiff ^ f'fr't Tfir?®^—JTfdiRiT^f 

^ Hm, jffTT wk jrq-w/jrfrT ^ff ?rki'3r t 

(d) ww •FTT'fTgRT ^ HT^r frfr ^ ttt iiff 

ipT kali ^krI 

(7) WTiTTP srpTfT iTPrPpir prl%^' 9 ' i 

( 11 ) ;-T'f=r prrarr % fTPTrfTpi’T ^fwtezri' 

pfiff, w'n;;-- 

( 1 ) JfTTT ’fi' w ^arr, 

( 2 ) t ?T(f'< 5 - f^fT^rr TT^ Pr^T'Tr ’T'TT ^fk ira'ffrfT 3 'fPr'I, 

Tfr ?■? pT'T'ff I?! 'r % wsfifT 11 

(3) r^im fT Tfr ^rffT; ?rf^ % Pr^T inff 

% fpf'T Ptp'TPtIt3‘i ^‘?rTTsT'Tf'r PfTT■Jrrt'.TT i 
>JT ^TPTTTtJT 

m ^r»TT 

n qfuri 

5 fi 

r^r 

(4) ^ fnf,'<7 fif'TTr p'fT 'pr rr^Tikfr rtfi^rvijr ^ ^j^tt 
jff% ^ f^a 'ktsTP Pprr wr 'rr i 

( 5 ) ?4F''k w I 

(e) fT 47 T 4 ^r 3;T Tk^rw, Tf7 tpTiir’jTr^r sf^rpr irfk WTa 
TW srPripiT-tT I 

( 7 ) JTpr ir^r^rpT ’'t'ij: ftr nr ft-tr? Pf sr^tp- pfirr 

4fi';Tr I 

(fl) T>PT fp spr ^mr pfk 'PTT I 

(9) 4 < jfaTr i 

fin) ^ 4 '^rrpp ^Tppp 54 7 ^f=t ’fr? msTH #sit 

ITTk PPTT PITTr I 

( 11 ) Pk^T?: 4°5r 6 ° if. ’■'^ i 

(12) pRff'iT ipT sr^fp fpipr pripr^rfecri 

fsctrip ; pfe TTxkT jrrftTOft ^ ft%R- 

5fr sTiTtfiP (flfP iTfpkkJ?f4r 4r/5riTTiTf "frpnmp 
»k «;pTP % TU t JP TPT ft f% ftvsfi fpftp!? JTTP^ 

qit pkfkrfpTt 5 t ftrPT*P5pn-,'p pr ttSt pfkr^p 

iTTpittpr f, I 


ppgf PTpr, ppp ^ip % «np % ^ *r -ow ippf 5Rr 
^TR fiptj 3rr% ? I tpt pst- ?R-k ft-p tr^jrftr ^5r knj 
WJkP’P skprrf JTViT :— 

(ff) TfttR 

4ripi^ "P fk'T 4 P>Rtp iS^r % ar^rkr Tir rp 

50 Tif jfki: ! 3 i!T q^fffrT 1 1 

4ky>f ^ TIP T ^.fTcT 5 tpr Ti% wk ^rrpiTH 20 ° 

^r 25° ST ?fkr 'TifijT^ I T? Pin; ^rtr ^pi 1 ^ Tirfcp 
TfrfJT T^pr 5ik ift^p W ^r »ik 3P^fip ^ It 
gpkjrp kipr sfit^r 1 

TTT 4pk5- ^ipiT «k PiRt % !TtfiP ^ 

«fk ipiPT ppp pi'CT & f^pp, TOfT pif jpfrp %7Tr iTr 
jijT Tf pVt p^ff kff jpr snffp fwr uvit^pr 1 

(^) gpppr 

(i) ^p:—5iITi/?fk If.pt/TIT:li,PT 

/ii) t^PTPt’tfkrTTT: 

(iii) pCTfk '^PT ppr^ 

(i V) PPTjpp Jirftfpp 

(v) TTiTPr twptp: 

(vi) pifm 5fk fipTP PI pil-^'^pjpr Tfkrr: 

(vii) giTf 

(viii) TiInT (-4o° Tf. Jr-8o° w. trrr) 

(xi) ^ tpts gpR PiTnfy 
(x) wiTT^ pirkltp pfiT'NY 
(xi) TPjfTn 
(P) prifTP) 

ppp pppif ftpiT ;ft^ ffPttflpfl- ptNifNlf pit 

wiTTPPPrr I p^ -TPi pip ^ pppffTff- TJkrikpI ift wfnfrTFp 

e'Rft :-- 

(i) trppfW pNspp/pks iTP»ftT|- TTTiPT, firp% tit ot- 
I^PIT W^PItt wk 'tPJTFT !ft, 

(ii) JTPYpwmr pppfkR/jnffwiTrr Pfirpr, Ppp^ pitt 
wNi't *fk TfiiTrp ft I 

(iii) pN cpiTPr PfPi^pppt 

h4 ^ TTiTTpwr Hft'fi 1 

(p) 'krtpp ^^fkrr'T 

P(Pipt:—T k TnppT (Tfr) ptfkrnr, ^p^r^ftp-rY 
pfkpp n^ppr TfPt ^ fpp, Tpp prr rpfTp Tpp if- 

Mt ^ fpP frpr TiPr ?>, Pl^TpTpr ft I 

(j) PlPT % PITT TPP ^P Pliff 

o’ NY Tpp 4ip irpipY ptf PTP lY I pft tpippr wk 
Tpp TPfYppfYP PitpiY TP ppYp p^ fNf Pipr ^ atk 
'P'lPPr pit 'jpwpp pNYp t?TT PTt^ kr % tt^p 
fVpr ptpr I Tik pRr T?PT tip ttjspp ^ 
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% 'pnr nfr wtim-fTTr ^ % v^nrr ^ 

<iaf^) tiTIT fW 

( 2 ) frctFin-nr 

(i) ftw>i l^y 4.sxio^« ^fr ?t 

(ii) ^rr»tff Tf wRnf ^ *rf^ 5 ftpr 

% f^, fwi^rapTf 4 : rT^I^ 4 r 

^ RflftT 20’’^. ?r 25 '^ f. ?tT «tTIT fSpir 

'irnTr ’Trflpi lik 'fVi^.e ?r wnT ^ ^ 1 

so 'WpsRr ifr^r ’frflp^ 1 irfir fr^r^ 

RpiTf ^ 4 " «f. It TWT <^wr % flrtf lift 

*n^TWiTr 2oftr^ Fft<rt 

'fTr^PTr I 

(in) ififtiPT<rth(rT 

fwvffpn Hr*5 *r fTfPr M ^5V <Tft<»Mir 
»^«^rr ^ft'fV I 4ft 4ftt ^rrorr 

(wt) frrwr 4imR % 1 1 pmii^ 

<^1 tftrt !f infH'i fVjfwt ^ 

Jr rtnttisr^ rmi^ tr'rr !Pft<r wfER-nfr |, 

flr*vr<T.mm^ n^ftw rff 1 

( 3 ) »Ff>^FT*ir 

(i) 4f^rt^rOT-~wfw ?r 4rf^ 24 4? 4wftr v % 

4 % 6* ^. w tsrr nrr^f Tr^rr t 

(ii) Tf«m 4TTO vr 5 - 7 x 10 ® fr fnr ^ i{t^ 

I 

(iil) rT«ti! firfiift:«5 "Tfum 1V?rf irr^ srrf^ i 

(iv) tr^m fejRsftfw crrsTiTr 

w rfir^ % 'nmw 4 % e R? 

%»niffftr?r ^ ^fVt ^ ^ sst>r if— 30 ® #. ft 

40° ft. TT twr ^rrit nt 7 % 1 ^ri ^ 7 ^ 

Tfttfw^ t*yi rrmr 4 1 

(v) ft[»r4r^ 

Ji? 7TIJW 'raifr im ffjtrufrftrrt 'trnTfrr in 
^rt fV^r ^r <fr^ vt ^ 1 

t^r^r % e ^ 4? 'ffhrt ■’tft ^ fi prtft ftw fWr 
^>nrrt ^ 1 

(<p) <f7[t?rtn —ffpr warn vr 30 ° m- 

RPT Tt TfttfifPT TTT 5rn^r 4fVt 1 »pf tt 'rfcrferr 
t«rr HI HWr t 1 

{^) PwiaFTOT'—77 TTTlSt Jf ifTITTr 

Pwr:7pt rPt trrR s 0 ?r ttr 7^r tfpfV 
7 [fVT > 

If . CSV 5 PI, 

':7T7Rt 4itfrPT r*r^ tn 77Tf % stw 'rft 

UT^imfrdT 77% <fl7t ri^l WP TW %> iWTrr %y 7 TT 
’I % I 

137 -w ^Tt %t, 7'7T3ft It CST^I^I %lf77 >r<ft % 

Wlifr^ 77 ?t ffniT Tdr ^ 7^7 r«OT 717577 

fti ir^EtJt f!t?n Tiflp ■-— 


(t) frrrr i firtr ftpt fiff 4 rtWTt( | »ft rr*yt ttw xw 
fniT % 4m % ftrq d I tTa% irfhftfn =70717 4 >ftr 7 
4f fttq fT7r ffi, 777, flpftetTfw 7i 5Wt»?ftfi(7 inTj4r 
^ sftt 57 7tt>T Jitet7 % ftrq WITH^ ijwivt f% 7 T 
tttt frrRE<t 1 Profor v’Wtw f:t% (E i W%wr 
7^71“^ %t Tjf SlTTpiFl frftn fV TTfir =71771 
% iftnr d Tit t? 7 r ferfr irfirT^r fT 7 ftrf%wr 
nftiTTft % <T4^w>TTdt7 fV^r TTTr 1 

(w) rrjTfti; far vt =7t77r 7 ^ % irt7 i(t 

7T^ ifisfTe % r^: Jr i*r7 ^ ^ far ^ar 
7 flfiT Tit 77«ifr ftrftra aiaftr irra 7t?fr arflpt 1 

( 7 ) =7"7iTr TT rfrifir: — 

( 1 ) srr^ftdsfr-ieftiTiftrirrfrt soofttMrt osrfTTt 
( 3 ) sRif7 7:rr-ioooPi7lrfr5t'7rr77f Jr^aftevi 
( 3 ) 7?%rff-f7 laooo ffn4t tftrt trfTin 1 

: tw 757 f %t TTttfa 7 %«ntt 7 iT«f »7 TlfWlft % 
[777;7rrTt 77rat7 % nnTata ^fift, 7ft ft:^f7 aftaflaff % 
fqraiT %t 57.7 if JT Trrfr 75 t:7 ^ ft ftfft ftftrss 
HTTJt %t 'TftftrftTt Jr 7771 ftftTftta 71 77*1 Tftfjft 

717477 d 1 '* 

fttTWT ; _ 1 irt, 1979 77 771 ifttPra Tftft aftt Sr7TH7 

arTiff PPTT-, 1945, mm sjlt qftft-Twm 77177 
(tTim ftuw) % 77i^lT7 7 ^ 

afftft silt 77T77 ITTlfr ?lftft77 Srtt ft77 (<filft- 

afitta q« 61 ) sftft's d' ^ ^ 

7T7 2, 7ft 8 (i) *t ^H.ftra pTPTftftm Tftl- 

f77I»ff Iltr 7»ittr7fiP71 771 d, 77ft :— 

1. 71.77,ft. 1241 6-10-1079 

2. 71 . 77 .ft. ]242 arA 7 r 6-10-1070 

3 . 7T.77,ft. 12-13 attft 6-10-1979 

4. tr.7iT.ft. 12H1 arfftr 12-10-1979 

5. RT.77.ft, 43oaTtft 19-4-1985 
e W.TT.ft. 770 a(fw 26-7-1080 

7 WT.71T.ft. 540 (W) aifft 23-0-1980 

S. tr.TT.ft. 680 (W) a.fW 5-12-1080 
». wi.TiT.ftT; 681 (w) a.-fra 5-13-198O 

10. tr.Tll.ft. 682 (w) artW 5-12-1980 

11. in,77.ft. 27 (w) aitw 17-1-1981 

12. Wl.TT.ft. 478 (w) Wltft 6-8-1981 

13. tr.77.ft. 62 (n) aifft 15-2-1082 

14. Wl.77.ft. 463 (r) mftf 22-6-1982 

15 . tr.77.ft. 510 (W) ffltft 26-6-1982 
16 tr.77.ft. 13 (w) arfrar 7-1-1983 

17. WT.77.ft. 813 (W) aiflTi; 1-5-1084 

18. WT.77.ft. 331 (w) 151*^ 8-S-1084 

19. WT.77.ft. 460 (w) mfftr 20-6-1984 
30- Wl.7tT.ft. 487 (w) aifiV 2-7-1084 
21- tit .77.ft. 89 (WJ fttftr 16-2-1985 
22. WT.77.ft. 788 (w) WttW 10-10-198S 
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22 . ni.^rr.f>, 17 (n) 7-1-1980 

24 . nr.'nr.Pi. 1049 (n) 2 S)-. 8 -i 980 

25 . nr.vr.fn. loeo (n) nfnj 5-9-86 

26. nr.nr,fn 1115 (n) nrfrw 30-9-1986 

27 . ni. 8 n.fn 71 (n) n'fUa'30-1-1 987 

28. nr.'nr.Pi. 570 (n) i2-6-i987 

29 nr.nr.fn. 620 (n) nif.nr 2-7-1987 

30. nr.nr.pT. 792 (n) nifiig- 17 - 9-1987 

31 . nr.8iT.rn, 371 (w) 24 - 3-1988 

82. nr.'PT.fn. 575 (n) nrrfv s-e-isss 

33 . nr.nr.fn. 676 (n) niffiir 2 - 6-1988 

34 . nr.^.fn. 677 (nj 2 - 6-1988 

35. nr.'nr.fn. esi (n) e-e-iesa 

36. nr.qn.fn. 735 (n) nrfPff 24 - 6-1 os8 

37 . ni.'ni.pT. 813 (n) mnfnr 2 - 7 - 1 98 8 

38. nr.nr.fsr. 854 (n) wifw 12 - 8-1988 

39. nr.vr.fn. 944 (n) nrfi^ 21 - 9 - 19.88 

40. nr.^T.Pr, 43 (n) aitw 20 - 1-89 (if^ Ta n n ) 

41. nr,< 111 ,Pi. 44 (n) 21 - 1-89 

42 . nr.ipr.fn. 100 (tr) fliffw 14-2-89 (^f^) 

43 . nr.< 61 .^ 1 . 443 (*r) flrfw 12 - 4-39 

44. nT.<i:r.fn, sss (ir) nrtim 2-6-89 («j 1 ^«r) 

*s- nr.'pr.f^. 691 (n) niTtv 11-7-89 

[n. ^Tfn-llol3/9i83-nn^nI^n'^'^'fr'^^! <i.j 
twnr tm, nf^ 

MINISTRY OF HEALTH AND FAMILY 
WELFARE 
NOTIFICATION 

New Delhi, the 17th October, 1989 

G.S.R. 899(E).—The following draft of certain 
rules further to amend tire Drugs and Cosmetics 
Rules, 1945, which the Central Government propose 
to muJee after consultation with the Drugs Technical 
Advisory Board, in escrcise of the powers conferred 
by section 33 of the Drugs and Cosme'ics Act, 1940, 
(23 of 1940), is hereby published, as required by the 
said section for the information of all persons likely 
to be affected thereby and notice is hereby given that 
the said draft rules will be taken into consideration on 
or after the expiry of period of sixty days from the 
date on which the copies of the Official Gazette in 
which this notification is pubh.shcd are made available 
to the public; 

Any objection cr suggestions which may be receiv¬ 
ed from any person with respect to the said draft rules 
before the expiiy of the aforesaid period of 45 days 
win be taken in'o consideration by the Central Gov¬ 
ernment; 

Objections or suggc.stion.s, if any, may be sent to 
tire Joint Secretary to the Government of India, 
Minis'ry of Health fnd Family Welfare, Nirman 
Bhavan, New Delhi. 

W80 GI/89^2 


1. Tliese rules may be called the Drugs and Cos* 
metics (Amendment) Rules, 19S9. 

2. In the Drugs and Cosmetic^ Rules, 1945 (here¬ 
inafter referred to as the .said rules), in rule 75 ■ 

(i) in the running head, the words and letters 
“excluding these specified in Part XB” shall 
be inserted at end; 

(ii) in sub-rule (1). for the words and letter “ex¬ 
cluding those specified in Schedule X” the 
words and letters “excluding the.se specified 
in part XB and Schedule X” shall be substi¬ 
tuted. 

3. In rule 75A of the said rules, in sub-rule (l),for 
the words and letter “excluding these specified in 
Schedule X”. ihe words and letters “excluding those 
specified in Part XB and Schedule X” shall be substi¬ 
tuted. 

4. In rule 76, in the running head and in the be¬ 
ginning portion, for the words and letter “excluding 
those specified in Schedule X”, the woids and letters 
“excluding those specified in Part XB and Schedule 
X” shall be substituted. 

5. After Part XA the following Part shall be insert¬ 
ed, namely :— 

“PART X-B” 

RequiremciVs for the Collection, Storage, Processing 
and Distribution of Whole Human Blood and Human 
Blood Components 

122F—^Form of application for licence to operate, 
a Blood Bank for the processing of whole human 
Wood or blood Components for Sale or for Dis¬ 
tribution. 

(1) Applicahon for the grant of licence for the 
operation of a Blood Bank for manufacture of Blood 
Components shall be made to the licensing authority 
appointed under Part Vlll in Form 27-C and slitiU 
be accompanied by licence fee of rupee.s six hundred 
and inspection fee of rupees three hundred for first 
inspection or rupees two hundred in the case of 
renewal of licence : 

Provided tha- if the applicant applies for renewal 
of licence after its expiry but within six 
monffis of such expiry, the fee payable for 
the renewal of the licence shall be rupees 
three hundred plus an additional fee at the 
rate of rupees two hundred per month or 
part '.hereof In addition to the inspection 
fee ; 

Provided further that a licencee holding a licence 
in form 28 for operation of blood hank, shaR 
apply for grant of licence under sub-rule (1) 
before the expiry of the said licence under 
form 28 and he shall continue to operate 
a blood bank till the orders on bis applica¬ 
tion arc communicated to him. 

f2) A fee of rupees one hundred shall be paid for 
a duplicate cony of a licence issued under this role: 
if the original is- defaced, damaged of lost, ' 
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(3) Api^ca'ion by a licensee to manufacture addi¬ 
tional items listed in the application shall be accom¬ 
panied a fee of rupees fifteen for each item listed in 
the application. 

122-G Form of licence for the operalon of a Blood 
Bank or for Processing whole Human Bloc'd and 
Human Blood Components and the conditions for the; 
gtant or renewal of such licence. 

A licence for the operation of a Blood Bank or for 
processing Whole Human Blood and Human blood 
components shall he issued in Form 28-C. Before 
a licence in Form 28C is granted or renewed the fol¬ 
lowing condl'ions shall be complied with by the appli¬ 
cant :— 

(i) The operation of the Blood Bank or process¬ 

ing of whole-human blood and human blood 
components shall be carried out under the 
active direction and personal supervision of 
competent technical staff consisting of at 
least one person who is whole time employee 
and who is Medical Officer having MBBS 
Degree and experience in Blood Bank for 
6 months during regular service. He shall 
also have adequate knowledge and experi¬ 
ence m blood group serology, blood group 
methodology and medical princinics involv¬ 
ed in the procurement of blood. 

(ii) The applicant «hall provide adequaie vpace, 
plant and equipment for any or all the ope¬ 
rations of blood collection or blood process¬ 
ing. Tho space, plant and equipment re¬ 
quired for various operations is given in 
Schedule ‘F’ Part XII B and XII C. 

(iii) The applicant shall provide and maintain 
adequate technical staff as specified in Sche¬ 
dule ‘F’ Part XIIB and|or XII C. 

(iV) The applicant shall provide adequate arrange¬ 
ments for storage of Whole Human Blood 
and Human blood components. 

(v) The applicant shall furnish to the licensing 
Authority, if required to do so, data on the 
stabilrty of Whole Kv 'laji Blood or blood 
products, which are likeiy to dcfcrinra‘c, for 
fixing the date of expiry which shall be print¬ 
ed on the lables of such p/roducts on the 
basis of the data so furnished. 

122-H Dura'ion of licence.-—An original licence in 
Form 28C, or a renewed licence in Form 26-G, unless 
sonnet suspended or cancelled shall be valid up'o the 
31s^ December of the year in which it is granted or 

renewed. 

I22-I Inspection before grant of licence.—Before a 
licence in Form 28C is granted, the Licensing Autho¬ 
rity shall cause 'he institution where the Blood Bank 
is proposed to be operated or processing of Whole 
Human Blood and Human Blood Components, as the 
case may be, are proposed to be carried out to be 
Inspected jointlv by the Drugs Inspec'ors of the Cen¬ 
tral Drugs Standard Control Organi'afion and the State 
Drags Control Organisation, who shall examine the 


premises and equipments intended to be used for the 
operation of the Blood Bank or processing Whole 
Human Blood or Human Blood components and also 
inquire into the profcss'onal qualifications of the 
expert staff and other technical staff to be employed. 

122-J Report by inspector.—-The Inspector or Ins¬ 
pectors shall forward to the Licensing Authority a 
detailed descriptive report of the inspection, 

122-K Proccflure of Licensing Authority.—(i) If 
the Licensing Authority after such further enquiry, 
if any. as he may consider neces.sary is satisfied that 
the requirements of the Rules under the Act have 
been complied with and that the condition of the 
licence and he Rules under the Act, will be observed, 
he shall grant a licence in Form 28-C. 

(ii) If the licensing Authority k not satisfied, he 
shall reject the application and shall inform the appli¬ 
cant of the reason, for such rejection and of the con¬ 
ditions which shall he satisfied before a licence can 
be granted and shall supply the applicant with a copy 
of the inspection report. 

122-L Further application after rejection.—If with¬ 
in a period of six months from the rejection of an 
application for a licence the apolicant informs the 
Licensing Authority that the conditions laid down 
have been satisfied and deposits an inspection fee of 
nipee fifty the I icensing Authority may, if after caus¬ 
ing a further inspection to be made is satisfied that 
the conditions for the grant of a licence have been 
complied with, grant a licence in Form 28-C. 

122-M Renewal.—On application being made for 
renewal, the Licensing Authoritv may cause an inspec¬ 
tion to be made and, if satisfied that the conditions of 
the licence and the P.ulcs under the Act are. and will 
continue to be observed, shall grant a certificate of 
renewal m Form 26 G. 

122-N Provision for appeal to the State Govern¬ 
ment by a par^v whose licence has not been granted 
or renewed—Any person who is aggrieved by the 
order passed by the Licensing Authority refusing to 
grant or renew a licence in Form 28C or 26G may 
within thirty days from the date of receipt of such 
order, appeal to the Sta<e Government and the State 
Government may, aber "^uch enquiry inn the matter 
as it considers neces'^ary and after giving the said 
person an apportunity for representing his view in the 
maper, make such erder in relating thereto as it 
thinks fit, 

122-0 Additional information to be furni.slicd by an 
applicant for licence by a licensee to the Licensing 
Authority.—The application for 'he grant of licence 
Or any person graniej a licence under this Part shall, 
on demand furnish to the Licensiny Authority, before 
the grant of 'he licence or during the rcriod the 
licence is in force, as the casf may be, documentary 
evidence in re.spect of the ovmership or occnn.ation, 
rental or oTier ’’asis o? the prem'-'es, soccifi-d in 
the application for licence or in the licence granted, 
constitution of the frm or aiiv other relevant matter, 
which may be required for the purpose of verifylnt 
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the correctness of the sta'ement made by the appli¬ 
cant or the licensee, while applying for or after obtain¬ 
ing the licence, as the case may be. 

122-P Cancellation and suspension of licences.—- 

(1) The Licensing Authority may, after giving the 
licensee an app/ortiiriily to show cause why such an 
order should not be passed by an order in writing 
stating the reason therefor, cancel a licence issued 
under this Part or suspend it for such period as he 
thinks fit, either wholly oi in respect of some of the 
substances to which it relates, if-in his opinion, the 
licensee has failed to comply with any of the condi¬ 
tions of the licence or with any provision of the Act 
or Rules thereunder. 

(2) A licensee whose licence has been suspended 
or cancelled may, within three months of the date of 
the order under sub-iule (1) prefer an appeal against 
that order to the State Government, which .'hall decide 
the same. 

122-0 Conditiirns of licence,—A licence in Form 
28C shall be subject to the special conditions set out in 
Schedule F, Part XTI-B and Part Xll-C as the case 
may be, which relate lo the substance in lespect of 
which the licence is granted and to the following gene¬ 
ral conditions - 

(i) (a) The licensee shall provide and maintain 

adequate staff, plant and premises for the 
proper operation of a Blood Bank or for 
Processing Whole Human Bloocj or Blood 
Components, 

(b) The licensee shall maintain stall, premises 
and eqnipmen' as specified in Rule 122-G. 
The licensee shall maintain necessary re¬ 
cords and registers as specified in Sche¬ 
dule F. Part XII-B and XII-C. 

(c) The li.’ensfc shall test in his own labora- 
tary Whole Human Blood and shall main¬ 
tain records and registers in respect of 
such tests as .specified in Schedule F Part 
XII-B and XII-C, The records and 
registers 'hall be maintained for a period 
of five years from the date of manufacture 

(ii) The licencee shall allow an Inspector ap¬ 
pointed under Act to enter, with or with¬ 
out prior notice, any premises where the 
activities of the Blood Bank are being carri¬ 
ed out, or the process'ng of Whole Human 
Blood or Blood Components is being carri¬ 
ed out and to inspect the premises and plant 
and the process of manufacture and the 
means omo'Ioycd for standardising and test¬ 
ing the substance, 

fiii) The licensee shall allow an Insp'ec*^or ap¬ 
pointed under the Act to inspect all regis¬ 
ters and records maintained under these 
rules and to take samole' of the manufac¬ 
tured produc' and shall supply tc .such Ins¬ 
pector such information as he may require 
28S0 GI]89—3 
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for the purpose of ascertaining whether the 
provisions of the Act and Rules thereunder 
have been observed. 

(iv) The liecnsce shall from time to time report 

to the Licensing Authority any changes in 
the expert staff responsible for the opera¬ 
tion of a Biood Bank or in the processing 
of Whole Human Blood or Blood Compo¬ 
nents and any mateiial alterations in the 
premises or plant u.sed for that purpose 
which have been made since the date of 
last inspection made on behalf of the Licens¬ 
ing Authority before the grant of the licence. 

(v) The licensee shall on request furnish to the 

licensing Authority, Controlling Authority 
or to such Authority as the Licensing Autho¬ 
rity, or the Controlling Au‘hority may 
direct, from every batch of drug as the 
Licensing Authority or Controlling Autho¬ 
rity may from time To time specify, samples 
t)f such quantity as may be considered ade¬ 
quate by such Authority for any examina¬ 
tion and, if so required, also furnish full 
protocols of the test which have been ap^ 
plied. 

(vi) If 'he Licensing Authority or the Controlling 

Authority so directs, the licensee shall not 
sell or offer ferr sale any balch in respect of 
which ,1 sample is, or protocols are furnished 
under the last proceeding sub-paragraph un¬ 
til a certi.'ica'e authorising the sales of batch 
has been issued to him by or on behalf of 
the Licensing An'hority or the Controlling 
Authority 

(vii) The licensee shall on being informed by Ihc 

Licensing Authority or the Controlling 
Authority that any part of any batch of the 
substance has been found by *he Licensing 
Authority or the Controlling Authority not 
to confoini with the standards of strength, 
quality nr purity specified in these Rules 
and on being directed so to do, withdraw, 
from saL'.s and so fai as may in the parti¬ 
cular circunutances of the case be practi¬ 
cable recall all issues already made from 
tha^ batch. 

(viii) No drug manufactured under the licence 
shall be sold unless the precautions necessary 
for pre c.-ving its properties have been ob¬ 
served througbout the period after manu¬ 
facture, 

fix) The licensee shall comply wi‘h the provi¬ 
sions of the Act and of these Rules and with 
such further requirements, ff any. as may 
be specified, in any Rules sub'equentlv made 
under Chapter IV of the Act, provided that 
where such further requirements are speci¬ 
fied in the Rules, these would come 
in for-ic four months after publication in the 
Official Gazette. 
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(x) The liceasee shall maintain an Inspection 
Book in Form 35 to enable an Inspector lo 
record ins impression and defects noticed.” 

6. In Schedule A of the saici rules (a) After 
Form 26-F the following Form shall be inserted, 
namely :— 

‘FORM 26-0 
(Sec Rule 122M) 

Certificate of renewal of licence for the operation 
of Blood Bank or for processing of Whole Human 
Blood and Human Blood Components. 

1, Certified that licence No. —^—— --granted! 

on the-for the operation of Blood 

Bankjand for Processing of Whole Human Blood| 
Human Blood Components al the premises situated 
at---- -has been renewed from- 

2. Name of the Technical Staff. 

1 . 

2. 

3. 

Date. 

Signature--- \ 

Designation- " 

(b) in Form 27, in the running head and in 
paragraph 1, for the words and Ic'ter “ex¬ 
cluding those specified in Schedule X”, the 
words and letters “excluding those specified 
in Part XB and Schedule X” shall be sub¬ 
stituted; 

(c) in Form 27A, in the running head and para¬ 
graph 1, for the woids and letter “exclud¬ 
ing ‘hose specified in Schedule X”. the words 
and le'ters “excluding those specified in Part 
XB and Schedule X” shall be substituted. 

(d) after Form 27-B the following Form shall 
be inserted, namely ■— 

“Form 27C 
(See rule 122 F) 

Application for grant or renewal of Feence for the 
Operation of Blood Bank or for Processing of Whole 
Human Blood and Human Blood Components. 

1. I|We.hereby apply for the 

grant|renewal of licence to operate a Blood BanksI 
and for the Processing of Wliolc Human Blood and 
Human Blood Comp.ments, 

Names of the Human Blood Cornponen's intended 
to be processed shouhJ be specified. 

2. The name, cuahTication and experience of ex¬ 
pert staff. 

(a) Namefs) of Medical Ofhcci. 

(b) Namefs) of Registered nurse. 


(c) Name(s) of Blood Bank technician. 

3. The promises and plan are ready for inspection! 

will be ready for inspection on. 

4. A fee of rupees. and an inspection 

fee of rupees.has been credited to the 

Government under the head of account. 

Signature. 

Designation.”, 

Dated . 

(c) after F'orm 25-B the following form shall be 
Inserted, namely ; — 

‘ FORM 2SC 

fSee Rule 122G) 

Licence to operate a Blood Bankland Processing of 
Whole Human BloodiHuman Blood Components for 
sale or for distribution. 

Number of Licence.Date of Issue. 

... . . 1. is hereby licen¬ 
sed lo operate a Blood Bank|Process Whole Human 
Blood or Human Blood Compui en‘s at the premises 
situated atvthe. 

Nature of activity permitted, 

2. Name of approved expert staff. 


3. The licence authorise the distribution and the 
sale and storage for dislribiitioii or for sale by the 
licensee of whole Human Blood or Human Blood 
Components manufoctined under this licence subject 
to the conditions applicable to licence for sale. 

4. The licence will be in force from. 

to.... . . . 

5. The licence is subject to the conditions sta‘cd 
below and to such other conditions as may be speci¬ 
fied in the Rules for the time being in force under 
the Drugs and Cosmetics Act, 1940. 

Signature. 

Designation..” 

Date of issue. . 

CONDlTfON OF LICENCE 

1. This licence and any certificate of renewal in 
force shall be kept on the approved premises and shall 
be produced at the request of an Inspec'or appointed 
under the Drugs and Cosmetics Act. 

2. Any change in the e.xpert staff shall be forthwith 
reported to the Licensing Authority. 

3. The licensee shall inform the Licensing Authority 
in writing in the event of any change in the constitu¬ 
tion of the firm opera ing under the licence. Where 
any change in the constitution of the firm takes place. 
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the current liccn’:^ shall be deemed to be valid for 
maximum period ci three nion'hs from the date on 
which the change takes place unless, in the meantime, 
a fresh licence has been takep from the Licensing 
Authority in the name of the firm with ihe changed 
constitution”. 

7. for Part XIIB of Schedule-F of the said rule 
the following Parts shall be substituted, namely •— 

“PART Xll-B 

SPACE, EQUIPMENT AND SUPPLIES REQUIR¬ 
ED FOR A BLOOD BANK; 

A. Accommodation for a Blood Bank 

Minimum to'al area sliall be 100 sq. meters having 
appropriate lighting and ventilation with washable 
floors and shall consist of seven rooms, namely :— 

(1) Registration and Medical Examination room, 

(2) Blood Collection Room (This shall be air- 
conditioned) . 

(3) Room for Labora’oiy (This shall be air- 
conditioned) . 

(4) Sterilisation and washing room. 

(5) Refreshment room. 

(6) Store and Records Room 

(7) Laboratory for V.D.R.L. and Australian 
Antigen testing. 

Note : The Laboratory of the Blood Bank shall be 
used exclusively for blood grouping and 
Scrologv tests 

B. Equipments. 

(1) For Blood Collection room 

1. Donor beds or tables ; It should he suitably 
and comfortably cushioned and shall be of 
appropriate size. 

2. Bed side stand. 

3. Sphygmomanomclci and S'ethoscope. 

4. Recovery beds for donors. 

5. Refrigerators—maintaining temperature bet¬ 
ween 4 to 6'C with recording ihermome'er 
and alarm device. 

(2) Haemaualobin Determination 

(1) Copper sulphate solution (specific guivi y 
1.052). 

(ii) Sterile lancets. 

(iii) Capillary rubing (1.3 to 1.4X65 mm or 
pasteur pipettes). 

(iv) Rubber bulbs for capillary tubings. 

(v) Sabi’s Hacmoglobine meter. 

(3) Temperature and Pules Determination 


(i) Clinical thermometers. 

(ii) Equipments and material for ascep ic clean¬ 
ing ol the thermometer 

(iii) Watch (fibed with a seci nd hand needle). 
Blood Containers ■ 

(4) (a) Disposable plastic packs (closed system) as 
per the specification of USP. 

(b) Blood Collection Bottles 

540 ml. with graduated capacity of upto 500 ml. 
graduation mark provided with two rooms in opposite 
direction indicate intervals of 50 ml. from 0 to 500 

ml. 

(c) Anli-coaqulanls : 

Anti-coagulant solution sliall be sterile, 
pyrogen free and of composition that will 
ensure satidaetory safely and efllcacy of 
the y^'hole Human Blood and all the sepa¬ 
rate B'ood Components. 

(i) Citrate Phospliate Dextrose Solution 
(CPDl—s'2 ml. of the OPD solution 
USP 300 ml of blood or 63 ml. of CPD 
solu'iou for 450ml. of blood. 

(ii) Acid Citrate Dextrose Solution (A.C.D 

& Formula A) l.P. Grade 45ml for 
300 ml. of blood or 67.5 ml for 450 
ml. df blood. 

Note : The licensee shall ensure that the anticoa¬ 
gulant solution bottles|packs conform to the 
Standards laid down in I,P.|U.S.P. 

B(5) Bleeding Sets 

Disposable Sterile Bleeding .sets shall only be used. 

B(6) Blood Transfusion Sets 

Sterile Disposaolc Sets witli fil ers shall only be 
used. 

B(7) Emergency Equipment 

1. Small Osygen Cylinder with Mask, (Gauge 
and Pressure Regula'or). 

2. 5 per cent Glucose or Normal Saline, 

3. Sferdc Syringe and Needle. 

4. Sterils TV. infusion set. 

5. Ampoules of Adrenaline, Noradrenaline, 

Mephanfin, Betamethasone or Dcxame'ha- 

sone. 

6. Aspirin and Spirit Ammonia Aromatic. 

B(8) Accessories 

1. Such as Blanket'-’, Eme.sis Basins, Haemos- 

tats, set Clamps, Sponge Forecep's. Dressing 
Jars, Solution Jars, Waste Cans. 

2. Cotton gnage squares (9 cms.X5cms.), 
Medium Cotton balls, 1.25 cms.. Adhe¬ 
sive tapes. 

3. Denatured Spirit, Tincture Iodine, Green 
Soap or Liquid Soap and Injection of Prac- 
alne. 
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4. Paper Napkins or Towels 

C. REFRESHMENT SERVICES 

Provision for serving refrckhinents to the donor 
after phlebotomy may be made so that he may be 
kept for observation in the Blood Bank for any Unto¬ 
ward reactions. 

D. LABORATORY EQUIPMENTS 

(1) Refrigerator maintaining a temperature of 

4° to 6'C with Recording Thcrmameter. 
The refrigerator shall have tremperature re¬ 
cording and alarm device. _ 

(2) Compound Microscope—with low and high 
power objectives. 

(3) Cen rifuge Tabic model for blood grouping 
and cross-matching. 

(4) Water Baths—one for 37"C and another 
for 56X'. 

(5) Rh viewing-box in case of slide technique. 

(6) Tncuba.’or with thermostatic control, 

(7) Mechanical shakers for serological tests for 
syphilis. 

U.|3. llSvre, ing 

(8) Hand lens for ebserving tests conducted in 
tubes. 

(9') Serological graduated pipet cs of various 
sizes. 

(10) Pipettes (Pasteur) 

(11) Glass slides, glass plates and|or parcclain in 
deep wells or plates. 

(12) Test tubes of various sizes. 

(13) Precipitating tubes 6 mm''<50 mm. 

(14) Test tube racks. 


(6) 0.9 per cent Saline, 

(7) Culture media and tubes, 

(8) Wax pencils and labels. 

(9) Anti Scrum for Hcpatiti.s B tests and +ve 
and — vc. ConTols. 

(10) Detergents and other agents for cleaning 
laboratory glass wares. 

F. GENERAL SUPPLIES 

Autoclave with tempera'ure and pressure record¬ 
ing device. 

G. PERSONNEL 

Every Blood Pank shall have following categories of 
full time technical s'aft and llieir number will depend 
upon the quantum of work. 

(1) Medical Officer having MBBS degree and 
experience in Blood Bank for 6 months dur¬ 
ing regular services. He shall have ade¬ 
quate knowledge and experience in Blood 
Group serology. Blood Group Methodology 
and medical principles involved in procure¬ 
ment of blood. 

(2) Registered nurse. 

(3) Blood Bank technician w'ith ML! qualifica¬ 
tions of its equivalent having adequate ex¬ 
perience in blood grouping and serology 
work. 

(4) Laboratory Assistant with MLT qualifica¬ 
tions or Its equivalent. 

(5) Laboratory Attcndent. 

H. TESTING OF WHOl.E HUMAN BLOOD 


(15) 15 cm applicators and tooth picks. 

(16) Interval timer elcc'.ric or spring wound. 

(17) Equipment and materials for cleaning glass 
wares adequately, 

(18) Shipping containers. 

(19) Electropiici'c.sis appar.atus with charaher for 
Hep'atitis B Antigen testing. 

(20) Suction pump, 

E. REAGENTS 

(1) Standard blood Grouping sera ; Anti A and 
Anti B and Anti AB all in double quantity 
and each of clilTercnt brand or if from the 
same suppliers each supply should be of 
difTereiU lot number 

(2) Rh typing Sera ; All in double quantity and 
each of difTci'ent biand or if from the same 
supplier each supply should be of different 
lot number, 

(3) Reagents for serological tests for syphilis 
and positive sera for controls. 

(4) An'i Human Globulin Serum (Coombs 
Serum). 

(5) Albumin 20 per cent or 30 p-er cent for tests. 


fl) It shall be the responsibility of the licensee 
to ensure that the Whole Human Blood 
supplied conforms to the standards laid 
down in the current edition of Indian Phar¬ 
macopoeia and for all other tests published 
by the Central Government from lime to 
time. 

(2) AIDS Test—Every licensee will get sample 
of everv blood unit tested for freedom from 
HIV antibodies from such laboratories spe¬ 
cified for the purpose by the Central Gov¬ 
ernment. 

Note ; 

1. Blood san\ples of donors in pilot tube and 
the Llood samples of the recipient should 
be preserved for 72 hours after tran.sfusion. 

2. The Blood intended for transfusion should 
not be frozen nl any stage. 

3. Blood containers should not come directly 
in coniact with ice at any stage. 

1. EXPIRY DATE 

1. The date on which the blood is drawn and 
the date of expiry which shall be as pres¬ 
cribed under Schedule P to these Rules. 
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J, RECORDS AND LABELS 

(1) Records the permanent records which the 
licencee is required lo maintain shall include the fol¬ 
lowing particulars : 

(1) Blood Donor Register.—Indicating serial 
number, date of bleeding, name of dorior 
with particulars, age, weight, haemoglobin, 
blood pressure, medical examination, signa¬ 
tures of medical officer, bleeding the donor, 
bottle number and pa ient’s detail for whom 
donated. 

(2) Blood Stock Register.—Indicating bottle 
number, dafe of collection, quantity in ml. 
ABOiRn Gioup, rcsul's for testing of 
V.D.R.L. Hepatitis-B to surface antigen, 
name of donor with particulars, remark on 
donation fVoluntary|replaccment|profession- 
al), utilisation issue number, components 
prepared on discarded, certified by Medical 
Officer incharge. 

(3) Issue Register—Indicating serial number, 
date of issue, bottle number. ABO|Rh grciip, 
total quantity in ml, name of the recipient, 
group of recipient, unit|jnstitu1ion, details 
of cross matching report, indica'ion for 
transfusion. 

(4) Register for A.C D |C,P.D; bottIes|packs giv¬ 
ing details of firm, batch number, date of 
supply, and results of testing. 

(5) Register or Diagnostic Reagents used— 
Name of the reagents, details of batch num¬ 
ber and date of supply and date of use. 

(6) Blood Bank musi issue the cross-matching 
report of the blood of the pa'icnt alongwilh 
the blood bottle. 

(7) Transfusion Adverse Reaction Records. 

(II) LABELS 

The label on the blood container shall contain the 
following particulars namely ;— 

(1) The serial numbei of the bottle, 

(2) The dale on which the blood is drawn and 
the date of expiry shall be as prescribed 
under Schedule P to these Rules. 

(3) The ABO group with the Corresponding 
colour; tlie following colour scheme for 
labels shall be used for dillerent groups 


Group 

Colour of label 

O 

Blue 

A 

Yellow' 

B 

Pink 

AB 

White 


(4) Tlic date on winch the Mood was tested for 
freedom front HIV antibodies. 


(5) The Rh group. 

(6) Total eolnme of fluid, the proportion of 
blood, nature and percentage of anticoagu¬ 
lant. 

(7) The contents should nor be used it theie 
are any visible evidence of deterioration. 

(8) Name and address of Blood Bank. 

(9) Licence Number. 

(10) Disposable Transfusing Sets with filter must 
be used in administration equipments. 

(11) Keep con'inuouSly at 4“ to 6°C. 

(12) Cross marched blood should be used. 

Note : The above requirements of Blood Bank 
are subject to modifications at the discrc- 
liun o'" the Licensing Authoiity if he is of 
the opinion that having regard to the extent 
of maiifUfaciLiijng operations it is neces¬ 
sary to relax or alter them in the circum¬ 
stances of a particular case, 

PART XllC 

A MINIMUM REQUIREMENTS FOR GRANT OF 
LICENCE TO MANUFACTURE BLOOD COM¬ 
PONENTS FROM WHOLE HUMAN BLOOD. 

The Blood Components are prepared by Blood 
Banks as a part of the Blood Bank services. The 
minimum requiremen's that are essential for grant of 
licence to manufacture Blood Components shall he: — 

(a) PREMISES 

Minimum area required is 50 sq, meter in addition 
to the area ncceled for the normal Blood Bank. 

The whole area must be air conditioned with tem¬ 
perature conTol of 20 to 25 “C. It shall be clean 
well-lighted with washable floor. It shall also be suit¬ 
ably furnished. 

Preparation of Blood Components would be carried 
out only under closed system using double or triple 
packs except for Red Blood Cells Concentiate where 
bottle may be used. 

(b) EQUIPMENTS 

(i) Plastic packs —double|triplclqundruple. 

(ii) Air-Condiiioner, 

(lit) Larnirier Air Flow Bench 

(iv) Suitable Refrigerated Cecntrifuge. 

(v) Plasma Expressor 

(vi) Clipper and dips or Dielectric sealer, 

(vii) Balance. 

(vrii) Freezer (minue 40T to minus SO'C). 
(i.\) Dry Rubber Balancing Maleilal. 

(x) Artery Forceps and Scissors. 

(xi) Approprid'e labels. 
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The technical stafi, mentioned hereunder are re¬ 
quired for Blood Components, This is in addition to 
the technical stah of the Blood Bank :— 

(i) Technical supervisor|Senior Technical Asstt. 

with suitable qualification and experience. 

(ii) Laboratory Technician|Labotatory Asstt. 
with suitable qualification and experience. 

(iii) Registered Nurse is required where Plasma 
Pherefis is a regular feature. 

td) TESTING FACILITIES 

General.—Faedilies for ABO and Rh. (D) group¬ 
ing. 

Hepatitis-—B lesiing arc mandatory for each and 
every donor where blood is used for any of the blood 
components. 

(1) HUMAN RED BLOOD CELLS CONCEN¬ 
TRATES 

They form a purt of routine Blood Bank services. 
If Plasma and other cellular components are not to 
be used and ocparation of Plasma is done under 
Laminar Air Flow Bench and if Blood Bank is licens¬ 
ed, no separate licence is required for it, otherwise 
they must be prepared in plastic packs (closed sys¬ 
tem). 

(2) PLATELETS CONCENTRATES 


It is concentrate of antihaemophilic factor pTcpared 
by thawing of the frozen Plasma by suitable method. 
Plasma is frozen from the blood within 6 hours of its 
collection. 

(a) Storage ' Cryprecipitate shall be preserved 
at a temperature not higher than minus 30''C 
and can be preserved for a period of one 
year. 

(b) Activity —Antihaemophilic factor activity in 
the final product should be not less than 50 
units per supply unit. 

B. PLASMA PHERESIS ; 

A separate room should be provided within the area 
needed for blood components for plasmapheresis. 

These blood banks which are specifically perniitmd 
to undertake pla.smapherests on donors should follow 
the guidelines mentioned hereunder ;— 

(a) Donors Requirements are similar to the 
selection of whole Human Blood Donor. 
In addition to that donor for Plasmaphere¬ 
sis is evaluated more carefully for weight, 
haemotocrit or haemolobin concentration and 
total serum protein. Findings are record¬ 
ed. The Medical Officer should certify that 
donor is fit for Plasmapheresis and it should 
be carried out under supervision of a Medi¬ 
cal Officer by a trained person. 


(i) Count of Platelet concentrates shall not 
be less than 4.5xi0i,i) per unit. 

(ii) Storage : Platelets concentrates should be 
stored at 2^ to 25"C for a maximum period 
of 3 days with slow agitation to maintain 
disaggregation of the plateiets and pH should 
not be below 6. It should have 50 ml. of 
plasma. If the Platelet Concentrates are kept 
at 4“C, agitation is not required and it 
should have at least 20 ml. of plasma. 

(iii) Compatibility Test : Since Platelet concen¬ 
trates confain variable number of red tells, 
compatible ABO and Rh ID) factor.s arc 
essential for transfusion. Since platlcts share 
HLA antigens, it is preferable to use HLA 
identical donors specially when repea'ed 
platelets transfusion are require. 

(3) GRANULOCYTES CONCENTRATES 

(i) Storage- -should be kept at 4 to 6‘^C for a 
maximum period of 24 hours. 

(ii) Unit of granulocytes concentrates should 
no" be less than 5-7x10® 

(iii) Group specific tests to be carried out. 

(4) FRESH FROZEN PLASMA 

When plasma is frozen within 4 to 6 hours after 
blood collection and kept at minus 30°C to minus 
40 "C in deep freeze it can be preserved for a period 
of one year. 


(b) Informed Consent.—Donors must be ex¬ 
plained the hazards of Plasmapheresis and 
written consent must he taken from them. 

(c) Collection of Plasma :— 

(1) Per siuing—500 ml. plasma once in for- 
night, 

(3) Per mondi--not more than 1000 ml, 
plasma. 

(3) Per year total 12,000 ml. plasma. 

No'e : The above requirement ; of blood components 
are subject to modifications at the discretion 
of the Licensing Authority if he is of opi¬ 
nion that having regard to the extent of the 
manufacturing operations it is necessary to 
relax or alter them in the drcumstsnccs of 
a particular case”. 

Note : The Drugs and Cosmetics Rules, 1945, as 
amended uplo 1-5 1979, is contained in the 
publication of the Ministry of Health and 
Family Welfare (Department of Health) 
containing the Drugs and Cosmetics Acts and 
the Rules (PDGHS 61). Subsequently the 
said rules have been amended by the fol¬ 
lowing notifications published in Part II, Sec¬ 
tion 3(1) of the Gazette of India, namely 

1. G.S.R. 1241 da'ed 6-10-1979. 

2. G.S.R. 1242 dated 6-10-1979, 

3. G.S.R. 1243 dated 6-10-1979. 
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4. 

G.S.R. 

1281 dated 12-10-1979. 

5. 

G.S.R. 

430 dated 19-4-1980. 

6, 

G.S.R. 

119 dated 26-7-1980. 

7, 

G.S.R. 

540(E) dated 22-9-1980. 

8. 

G.S.R. 

680(E) dated 5-12-1980. 

9. 

G.S.R. 

6S1(E) dated 5-12-1980, 

10. 

G.S.R. 

682(Ej dated 5-12-1980, 

11, 

G.S.R. 

27(E) dated 17-1-1981. 

12. 

G.S.R. 

47S(F) dated 6-8-1981, 

13. 

G.S.R. 

62(E) dated 15-2-1982 

14. 

G.S.R, 

462iE) da'ed 22-6-1982. 

15. 

G.S.R. 

510(E) dated 26-7-1982. 

16. 

G.S.R. 

13(E) dated 7-1-1983. 

17. 

G.S.R. 

31S(E) dated 1-5-1984. 

18. 

G.S.R. 

331 (E) dated 8-5-1984. 

19. 

G.S.R. 

460(E) dated 20-6-1984. 

20. 

G.S.R. 

487(E> dated 2-7-1984. 

21. 

G.S.R. 

S9(E) dated 16-2-1985. 

22. 

G.S.R. 

788(E) dated 10-10-1985. 

23. 

G.S.R. 

17(E) dated 7-1-1986. 

24. 

G.S.R. 

1049(E) dated 29-8-1986. 

25. 

G.S.R. 

1060(E) dated 5-9-1986. 

26. 

G.S.R. 

1115(E) dated 30-9-1986. 

27. 

G.S.R, 

71(E) dated 30-1-1987. 


28. G.S.R. 57UtE) dated 12-6-1987. 

29. G.S.R. 626(EJ dated 2-7-1987. 

30. G.S.R. 792(E) dated 17-9-1987. 

31. G.S.R. 371(E) dated 24-3-1988. 

32. G.S.R. 675(E) dated 2-6-1988. 

33. G.S.R. 676(E) dated 2-6-1988. 

34. G.S.R. 677(E) dated 2-6-1988. 

35. G.S.R. 681(E) dated 6-6-1988. 

36. G.S.R. 735(E) dated 24-6-1988. 

37. G.S.R. 813(E) dated 2-7-1988. 

38. G.S.R. 854(E) dated 12-8 1988 (Corrigen¬ 
dum). 

39. G.S.R. 944(E) dated 21-9-1988. 

40. G.S.R. 43(E) dated 20-1-1989 (Corrigen¬ 
dum). 

41. G.S.R. 44(E) dated 20-1-1989 (Corrigen¬ 
dum). 

42. G.S.R. 100(E) dated 14-2-1989 (Corrigen¬ 
dum). 

43. G.S.R. 443(E) dated 12-4-1989. 

44. G.S.R. 588(E) date 2-6-1989 (Corrigen¬ 
dum). 

45. G.S.R. 691(E) dated 11-7-1989. 
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